AMENDMENT NO. 1 MAY 2017 
TO 
IS 11421 : 1985 TECHNIQUES OF PULSATION FOR 
SUPPRESSION FOR RECIPROCATING COMPRESSORS 


(First cover page, Title) — Substitute ‘TECHNIQUES FOR 
SUPPRESSION OF PULSATION OF RECIPROCATING 
COMPRESSORS’ for ‘TECHNIQUES OF PULSATION’ FOR 
SUPPRESSION FOR RECIPROCATING COMPRESSORS’. 


(MED 22) 
Publication Unit, BIS, New Delhi, India 


